
Attestation of Conformity 

No. T8 09 12 63581 197 



Product Service 



Holder of Certificate: 



Vtech Telecommunications Limited 

23/F., Tai Ping Industrial Centre 
Block 1 , 57 Ting Kok Road 
Tai Po 
HONG KONG 



Product: 



Telephone Equipment 
(DECT Phone) 



On the basis of the referenced test reports, the samples of the listed product were found to 
comply with relevant harmonized standards under the EC R&TTE Directive 1999/05/EC valid at 
the time the tests were carried out. The harmonized standards contained the technical 
requirements to meet the essential requirements of R&TTE. The manufacturer must ensure 
compliance of the manufactured products with the technical documentation and other 
requirements of the R&TTE Directive that apply to them. National legal requirements have to be 
considered before bringing the product to the market. See also notes overleaf. 



Test report no.: 



60861907001 





390146 



Date, 2009-12-28 



( Victor Kwan ) 



Ci 



After preparation of the necessary documentation and establishing compliance to 
requirements of all applicable directives the manufacturer may sign a Declaration of 
Conformity and apply the CE-marking. 
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Attestation of Conformity 
No. T8 09 12 63581 197 



Product Service 



Model(s): 



E1425 



Parameters: 



Tested 
according to: 



Input Rated: 



Protection Class: 
PSTN Type 



2X1 .2VDC/500mAh (Portable Part) 
6VDC/450mA (Fixed Part) 
6VDC/300mA (Charger) 



Test Report No: 

60.861. 9.070.01 R (EN 301406 for PP) 

60.861 .9.070.02R (EN 301 406 for FP) 

086-210914301-000 (EN 60950-1 for PP+FP+Charger) 

60.861 .9.070.01E (EN 301489-1/6 for PP) 

60.861 9.070.02E (EN 301489-1/6 for FP) 

60.861 .9.070.03E (EN 301489-1/6 for Charger) 

60.861 .9.070.01T (ES 203021) 

60.861. 9.070.02T(TBR38) 



EN 301406 V1. 5.1:2003 
EN 301489-01 V1. 8. 1:2008 
EN 301489-06 V1 .3.1:2008 
EN 60950-1:2006 
TBR 38:1998 

ETSI ES 203021-1 V2.1. 1:2005 
ETSI ES 203021-2 V2.1. 2:2006 
ETSI ES 203021-3 V2.1. 2:2006 
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